Sweater 



Measurements 

To fit chest: 81(86-91-97-102-107-112-117) cm 
[32(34-36-38-40-42-44-46) ins]. Finished measure- 
ment: 85(91-96-102-108-113-119-124) cm [33^(36- 
38-40-42V2-44 1/2-47-49) ins]. Length from back of 
neck: 63(65-67-68-69-71-71-72) cm [25(25V6-26Vf>- 
26 3 /4-27-28-28-28'/2) ins]. Sleeve seam measures: 
43(43-44-44-47-47-48-48) cm [17(17-17VM7Vfe- 
18V6-18V6-19-19) ins]. 

Tension 

Using 5mm (6) needles panel patt C measures 13 cm 
(5 ins) when slightly stretched. 

Try again using larger size needles if the panel is too 
narrow, or smaller size needles if panel is too wide. 

Notes 

Instructions are given for the first size, larger sizes 
given in round () brackets. Figures or instructions in 
square [] brackets should be repeated as stated after 
the brackets. Where only one figure is given this 
applies to all sizes. 

Abbreviations 

K=knit; p=purl; st(s)=stitch(es); sl1k=slip one stitch 
knitwise; tog=together; tbl=through back loop; 
inc=increase; dec=decrease; beg=beginning; 
alt=alternate; rep=repeat; patt=pattern; cm= 
centimetres; ins=inch(es); mm=millimetre; 0=no sts, 
times or rows to be worked in that particular size; 
Ml =make a stitch by picking up horizontal loop lying 
before next stitch and working into back of it. 

Special Abbreviations 

C4B=slip next 2 sts on cable pin and leave at back of 
work, k2, then k2 from cable pin. 

C4F=slip next 2 sts on cable pin and leave at front of 
work, k2, then k2 from cable pin. 

C6F=slip next 3 sts on cable pin and leave at front of 
work, k3, then k3 from cable pin. 

C6B=slip next 3 sts on cable pin and leave at back of 
work, k3, then k3 from cable pin. 

Cr4BP=slip next 2 sts on cable pin and leave at back 
of work, k2, then p2 from cable pin. 

Cr4FP=slip next 2 sts on cable pin and leave at front 
of work, p2, then k2 from cable pin. 

TW2L= K into back of 2nd st on left hand needle then k 
into front of first st, slip both sts off needle together. 

Panel patt A (worked over 14 sts) 

1st row (right side): P2, kl , pi , k6, pi , kl , p2. 

2nd and every alt row: K all k sts and p all p sts. 

3rd row: P2, kl , pi , C6F, pi , kl , p2. 

5th row: As 1st. 

6th row: As 2nd. 

These 6 rows form panel patt A. 

Panel patt B (worked over 1 6 sts) 

1st row (right side): TW2L, p2, k8, p2, TW2L. 

2nd and every alt row: K all k sts, and p all p sts. 



3rd row: TW2L, p2, C4F, C4B, p2, TW2L. 

5th row: As 1st. 

7th row: As 1st. 

9th row: TW2L, p2, C4B, C4F, p2, TW2L. 

11th row: As 1st. 

12th row: As 2nd. 

These 1 2 rows form panel patt B. 

Panel patt C (worked over 36 sts) 

1st row (right side): [P4, k4] 4 times, p4. 

2nd and every alt row: K all k sts and p all p sts. 

3rd row: [P4, C4F] 4 times, p4. 

5th row: As 1st. 

7th row: As 3rd. 

9th row: P2, [Cr4BP, Cr4FP] 4 times, p2. 

11th row: P2, k2 [p4, C4F] 3 times, p4, k2, p2. 

13th row: P2, k2, [p4, k4] 3 times, p4, k2, p2. 

15th row: As 1 1th. 

17th row: P2, [Cr4FP, Cr4BP] 4 times, p2. 

18th row: As 2nd. 

Rep 3rd to 18th rows for Panel patt C. 

Panel patt D (worked over 44 sts) 

1 st row (right side) : [P4, k4] 5 times, p4. 

2nd and every alt row: K all k sts and p all p sts. 

3rd row: [P4, C4F] 5 times, p4. 

5th row: As 1st. 

7th row: As 3rd. 

9th row: P2, [Cr4BP, Cr4FP] 5 times, p2. 

11th row: P2, k2, [p4, C4F] 4 times, p4, k2, p2. 

13th row: P2, k2, [p4, k4] 4 times, p4, k2, p2. 

15th row: As 11th. 

17th row: P2, [Cr4FP, Cr4BP] 5 times, p2. 

18th row: As 2nd. 

Rep 3rd to 18th rows for panel patt D. 

Panel patt E (worked over 1 4 sts) 

Work as for panel patt A but working C6B in place of 
C6F on the 3rd row. 

Back 

★ With 4mm (8) needles cast on 81(87-91-97-103- 
107-113-117) sts and work in rib as follows:- 
1st row (right side): Kl , * pi , kl , rep from * to end. 
2nd row: PI , * kl , pi , rep from * to end. 

Rep these 2 rows for 7 cm (2% ins), ending with a 1 st 
row. 

1st, 4th, 5th and 6th sizes only 
Next row: Rib 6(4-2-4), * Ml , rib 3(4-4-4), Ml , rib 4(5- 
5-5), rep from * to last 5(3-2-4) sts, Ml, rib to end. 
[102(118-126-130) sts], 

2nd, 3rd, 7th and 8th sizes only 

Next row: Rib 4(6-2-4), * Ml , rib 4(4-5-5), rep from * to 

last 3(5-1 -3) sts, Ml, rib to end. [108(112-136-140) 

sts.] 



All sizes 

Change to 5mm (6) needles and place panel patts as 
follows :- 

1st row (right side): PI (4-2-1 -1 -3-2-4), TW2L, [p2, 
TW2L], 0(0-1 -2-2-2-3-3) times, panel patt A as 1st 
row, panel patt B as 1 st row, panel patt C(C-C-C-D-D- 
D-D) as 1st row, panel patt B as 1st row, panel patt E 
as 1st row, TW2L, p1(4-2-2-2-2-2-2), [TW2L, p2], 0(0- 

1- 1 -1-1 -2-2) times, [TW2L], O(O-O-I-I-I-I-I) times, 
p0(0-0-1-1 -3-2-4). 

2nd row: K1 (4-2-1 -1 -3-2-4), p2, [k2, p2], 0(0-1 -2-2-2- 
3-3) times, panel patt E as 2nd row, panel patt B as 2nd 
row, panel patt C(C-C-C-D-D-D-D) as 2nd row, panel 
patt B as 2nd row, panel patt A as 2nd row, p2, kl (4-2- 

2- 2-2-2-2J, [p2, k2], 0(0-1 -1 -1 -1 -2-2) times, [p2] 0(0-0- 
1 -1 -1 -1 -1 ) times, k0(0-0-1 -1 -3-2-4). 

Continue working appropriate rows of panel patts and 
end sts in twisted patt as set until Back measures 
39(40-41-41-39-40-39-39) cm, [15V4(15 3 /t-16-16- 
15 1 /4-15 3 /4-15 1 /4-15 1 /4) ins], ending with right side of 
work facing for next row. 

Shape Raglans 

Keeping continuity of patt correct cast off 4(4-4-4-5-5- 
5-5) sts at beg of next 2 rows. 

3rd row: K2, k2togtbl, patt to last 4 sts, k2tog, k2. 

4th row: P3, patt to last 3 sts, p3. 

Rep 3rd and 4th rows until 38(46-48-50-46-48-50-52) 
sts remain, ending with a 4th row. 

2nd, 3rd and 4th sizes only 

Next row: K2, k3togtbl, patt to last 5 sts, k3tog, k2. 

Next row: P3, patt to last 3 sts, p3. 

Rep last 2 rows once more. [38(40-42) sts.] 

All sizes 

Leave remaining sts on a spare needle. 

Front 

Work as given for Back from ★ until 54(58-62-64-66- 
68-72-74) sts remain in raglan shapings, ending with a 
4th row. 

Divide for Neck 

Keeping continuity of patt correct work as follows:- 
Next row: K2, k2togtbl, patt 1 7(1 8-1 9-1 9-20-20-21 - 
21 ) turn and leave remaining sts on a spare needle. 
Continue dec 1 st at raglan edge as before on every alt 
row at the same time dec 1 st at neck edge on every 
row until 4(6-7-7-5-5-6-6) sts remain, ending with right 
side of work facing for next row. 

3rd and 4th sizes only 

Dec 1 st at raglan edge on next row. Work 1 row. 

2nd, 3rd and 4th sizes only 
Next row: K2, k3togtbl, kl . 

Next row: P4. 

Next row: Kl , k3togtbl. 

Next row: P2. 

Next row: K2togtbl, and fasten off. 

1st, 5th, 6th, 7th, and 8th sizes only 

Dec 1 st at raglan edge on next and following 0(1 -1-2- 

2) alt rows. Work 1 row. 

Next row: Kl , k2togtbl. 

Next row: P2. 

Next row: K2togtbl and fasten off. 



All sizes 

With right side facing slip centre 1 4(1 4-1 6-1 8-1 8-20- 
22-24) sts onto a length of yarn, rejoin yarn to 
remaining sts patt to last 4 sts, k2tog, k2. 

Complete to match first side reversing shapings. 

Sleeves 

With 4mm (8) needles cast on 39(39-43-43-47-49-53- 
53) sts and work in kl , pi , rib as given for Back for 7 cm 
(2 3 A ins), ending with a 1st row. 

1st, 2nd, 3rd, 4th, 5th and 6th sizes only 
Next row: Rib 2(2-4-4-2-5), * Ml, rib 2, rep from * to 
last 1 (1 -3-3-1 -4) sts, Ml , rib to end. [58(58-62-62-70- 
70) sts.] 

7th and 8th sizes only 

Next row: Rib 4, * Ml , rib 2, Ml , rib 3, rep from * to last 
4 sts, Ml , rib to end. [72 sts.] 

All sizes 

Change to 5mm (6) needles and place panel patts as 
follows:- 

1st, 2nd, 3rd and 4th sizes only 

1st row (right side): K0(0-1-1), p0(0-1-1), k6, pi, kl, 
p2, panel patt B as 1 st row, p2, TW2L, p2, panel patt B 
as 1 st row, p2, kl , pi , k6, p0(0-1 -1 ), k0(0-1 -1 ). 

2nd row: P0(0-1-1), k0(0-1-1), p6, kl , pi, k2, panel 
patt B as 2nd row, k2, p2, k2, panel patt B as 2nd row, 
k2, pi, kl, p6, k0(0-1-1), p0(0-1-1). 

5th, 6th, 7th and 8th sizes only 

1 st row (right side) : K2(2-3-3), panel patt A as 1 st row, 
panel patt B as 1 st row, p2, TW2L, p2, panel patt B as 
1st row, panel patt E as 1st row, k2(2-3-3). 

2nd row: P2(2-3-3), panel patt E as 2nd row, panel 
patt B as 2nd row, k2, p2, k2, panel patt B as 2nd row, 
panel patt A as 2nd row, p2(2-3-3). 

All sizes 

Continue working appropriate rows of panel patt's at 
the same time shaping sides by inc 1st at each end 
of 7th(7th-3rd-5th-next-7th-7th-7th) and every 
following 10th(8th-10th-7th-8th-6th-6th-5th) row until 
there are 72(76-78-84-92-96-98-1 02) sts taking inc sts 
into panel patt A and E for first 4 sizes, then TW2L, p2 
rib on all sizes. 

Work straight in patt until sleeve seam measures 
43(43-44-44-47-47-48-48) cm, [1 7(1 7-1 7V&-1 7Vfe- 
1 8Vfe-1 8V&-1 9-1 9) ins] ending with right side of work 
facing for next row. 

Shape Raglan Top 

Keeping continuity of patt correct cast off 4(4-4-4-5-5- 
5-5) sts at beg of next 2 rows. 

3rd row: K2, k2tog tbl, patt to last 4 sts, k2tog, k2. 

4th row: P3, patt to last 3 sts, p3. 

Rep 3rd and 4th rows until 8(10-10-14-14-16-12-16) 
sts remain ending with a 4th row. 

4th, 5th, 6th and 8th sizes only 

Next row: K2, k3 tog tbl, patt to last 5 sts, k3tog. k2. 

Next row: P3, patt to last 3 sts. p3, [1 0(1 0-1 2-1 2) sts.] 

All sizes 

Leave remaining sts on a length of yarn. 

Pressing Instructions 

Wool: Pin out to correct measurements and press 



lightly on wrong side using a warm iron and a damp 
cloth, avoiding all ribbings. 

Synthetics: Pin out to correct measurements and 
press lightly on wrong side using a cool iron and a 
damp cloth, avoiding all ribbings. 

To Finish 

Join raglans leaving left back raglan open. 

Neck Band 

With right side facing and 4mm (8) needles, k8(1 0-1 0- 
10-10-12-12-12) sts from left sleeve, pick up and 
kl 4(14-16-16-18-1 8-20-20) sts down left side of neck, 



k across sts from front as follows: k3(2-1-2-2-2-3-1) 
[k2tog, k2(1 -2-2-2-1 -1 -2], 1 (3-3-3-3-5-5-5) times, 
k2tog, k3(1-1 -2-2-1 -2-1) pick up and kl 4(1 4-1 6-16- 
18-18-20-20) sts up right side of neck, k8(1 0-1 0-1 0- 
10-1 2-1 2-1 2) sts from right sleeve, then k across sts 
from back as follows: k4(4-5-3-4-5-2-3), k2tog, k2(2-2- 
3-2-2-3-3), 7(7-7-7-9-9-9-9) times, k2tog, k4(4-5-2-4- 
5-1 -2). [84(88-96-1 00-1 06-1 1 2-1 20-1 24) sts.] 

Work in pi , kl , rib for 1 0 cm (4 ins). 

Cast off loosely in rib using a 5mm (6) needle. 

Join remaining raglan and Neck Band. 

Fold Neck Band in half to wrong side and slip-hem 
loosely in position. Join side and sleeve seams. 



Measurements and Materials 



Sizes 
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86 


91 


97 
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107 


112 


117 


cms 
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ins 
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Pair each size 4mm (8) and 5mm (6) Milward needles. Cable pin. 
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